907    Christian  Science  Church,  Boston,  Mass. 
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CHRISTIAN  SCIENCE  CHURCH. 

One  of  the  most  beautiful  churches  in 
the  Country  and  is  often  referred  to  as 
"The  Mother  Church."  It  has  a  seating 
capacity  of  more  than  5,000  and  con- 
tains original  room  used  by  Mrs.  Mary 
Baker  Eddy,  the  founder  of  the  church. 
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